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NEW SWITCHBOARD AT HINGSTON HALL 


___ OT 


EFFECTIVE: NOVEMBER 22, 1971 


Hingston Hall has a new switchboard entailing 
additional telephone procedures. 


TO CALL _HINGSTON HALL: 


Dial local 310 for the Hingston Hall operator and ask 
for the person you want. From an outside number, 
call 482-0320 and ask for local 310. 


TO CALL FROM HINGSTON HALL: 


To obtain another Hingston Hall number, simply dial 
the three digit number. 


For a Loyola internal number dial 8, wait for the 
second dial tone, then dial the three diqit number. 


For the Loyola operator dial 8, then 0. 


For an outside number dial 8, wait for second dial 
tone, then dial 9, wait for dial tone aqain, then 
dial the outside number. 


SPECIAL FEATURE - HINGSTON HALL ONLY: 

CAMP-ON: This is a new feature which permits the 
attendant to connect an incomina call to your local 
at the same time you are speaking to another party. 
A beep tone will be heard indicating the attendant 
is holding a call for your extension. 


LOYOLA TELEPHONE DIRECTORY 1971-72: 


Please note that the special section at the back of 
the new Loyola Telephone Directory is for internal use 
at Hingston Hall only. 


Further information on the new switchboard can be 
obtained by calling the Property & Planning department 
at local 321 (8-321 from Hingston Hall). 


